Normal  loading condition:

Notional removal:

Partial stability:

Penetration ratio:

Peripheral tie:

Progressive collapse:

Recipient panel

Return wall:

A loading condition explicitly
included in the typical analysis and
design of a building according to
current codes and practices.

The approach used to establish integ-
rity within a structure in which an
element or portion of the structure
is assumed totally removed.

Stability of the structure in the
damaged state.

Defined as the ratio of the sum of
two floor panel bearing end lengths
to the wall thickness; used for
interior horizontal connections.

The horizontal tie used to create a
ring beam at the exterior of each
story.

The phenomenon in which the spread of
an initial local failure eventually
results in the collapse of an entire
building or a disproportionately
large part of it.

A floor panel which is subject to
debris loading.

A vertical element used as a continua-
tion of a load-bearing wall element
at a right angle to it.

-110--
